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FACILITIES. <3 ENER AC 

[af Slructural strength The facilrfy imisi be censtructerJ of such mate^iBl and ot such strength as appropriate for the 
animala involvetl. Ttia Indoor and outdoof hdusing laolliliaa ahall ba sEniclurally dound and ahall ba malnlalnad tn 
good repair to protect Ibe animals from Injury and lo contain !t« acimals. 

'”1 obsBfyed a section ot tbe roof on iho back side o 1 the lower barn that is sagging. One ol the posts that support 
this seetiorn has been knocked down leaving no support for the joist. Tbs bganis. Ibal run crosswise diredly beneath 
tha rool balwden tho posts In this soctron hava saparatod leaving tho raol sagging, in adnlion. thare ara support 
posts lhat have been chewed on by the goats. Some were half of their normal size. Patches were applied to some o 1 
tha posts but their Ehenglh hbE bBsn compromised. Tbe boards applied at bn angle to Bltsbh Lhb support pcsls |b the 
roof are separaling irom the rool on the front side of ibe structure altowing the barn to lean. The soundness of this 
ham is EompromisecL The sinjEluro shall bp repsired or replaced to protecl lbs safety gf the animals housed wttnio. 

‘“Thefe are old electrical boses att: 5 M;hed lo the walla In the upper bam thgi are no longer in use- There are no 
supply wrrsf attacfied but there are peaces el old iviring. najis. ecraws. etc., al a level that could allow the ^oate to 
come in contact with them and become iniured or Injest pieces. All soo&e old wring and objects shall be removed w 
the goats shall be prsvEnled from apcesE lo them. 


Noief Amendsd report lor the Qivi t.>'ge inspsoHon report lo renvive the previous olassificsjlon of Ibe neneemplrarroe 
es a "repeal". 
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FACILITIES, GENERAL 

(a^ Siructural strength The facility imisl be ccmBtructeiJ of such material and of strch strength as appnopriate for the 
animals in,vdlvad. Tfra Ir-Hloctf and outckiDr housing tacilitrea shall ba structurally sound and shall bs malnlainsd irr 
good repair to protect Ibe animals Irom injury and lo contain !he animats. 

'"‘I obsofr/ad a soction of tba roof on Iho b^ck side ot the lower barn that is sagging. One of the posts that support 
this section has been knocked down leaving no- support for the joist. Tf>e boarcEg ibal run crosswise direcHy beneath 
the rool bdweao Lha posts in mis aacifon have ssparatad teaving liha root saggirtg. In adchlton. lharo ara support 
posts lhat have been chewed on by the gcrats. Some were half of Iheir nonnal si^e, Patches were appised lo :some o1 
1ha posts but lhair stranglh has ba«n compromised. The boards applied at an angle to aitaoh the support posts |0 iha 
roof are separaling irom the rool on the Ironl side of ihe structure allowng the barn to lean. The soundness of this 
barn is compromised. The sfrublure shall be repaired or replaced to protect |he aafety df the animals housed whhin. 

■**There are old electrical hoses attached lo the walls in the upper bam thgi are ng longer jp use- There are no 
Supply wira^ attached but there are precea el cfd wiring, -nails, screws, etc., at a level that could allow the goate to 
oome in contact with them and become injured or injest pieces. All loose old wring and objects shall be removed or 
the gcats shall be prevented from accesB ta them. 
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